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<S5. PROCESSING WAS ACCOMPLISHED IN THE FIELD. 


! EVALUATION OF MISSIGN^CflSSC/ 

CAMERA 12 0 WAS USED IN MISSION C055C FLOWN ON 22 FEBRUARY 


ORIGINAL NEGATIVE: 

A. EXPOSURE WAS ADEQUATE AND RESOLUTION IS GOOD. 

8. *R SIDE: PLUS DENSITY STREAKS ARE LOCATED 0.4" FROM THE 
INBOARD EDGE ON FRAMES 268 THROUGH 278. IRREGULAR PLUS DENSITY 
STREAKS ARE PRESENT ON FRAMES 5 13 AND 548. SLIGHT ROLLER CHATTER 
£5 PRESENT ON THE INBOARD EDGE THROUGHOUT THE MISSION. A SCOTCH 


TAPE SPLICE IS LOCATED BETWEEN FRAMES 2S5 AND 266. 

C. DL SIDES: IRREGULAR PLUS DENSITY STREAKS ARE PRESENT 
INTERMITTENTLY THROUGHOUT THE MISSION ON THE INBOARD EDGE. A MINUS 
DENSITY STREAK IS LOCATED 3.0" FROM THE OUTBOARD EDGE THROUGHOUT THE 


MISSION. A SCOTCH TAPE SPLICE IS PRESENT BETWEEN FRAMES 256y@&>7_. _ 
0. BOTH SIDES: FRAMES l THROUGH ID4 HAVE BEEN EDITED 
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(IN 98968) TOPSECRET PAGE 2 

THE LAST TITLED FRAME IS 354. THE CLOCK COUNTER FRAME REMAINS 004 
BEHIND THE TITLED FRAME NUMBER. 

E. THERE WERE NO MAJOR CAMERA OR PROCESSING MALFUNCTIONS. 

4. POSITIVE! 

A. PI SUITABILITY WAS GOOD. 

B. PRINTING AND PROCESSING WAS GOOD. 

C. CLOUD COVERAGE WAS LESS THAN 5 PERCENT. 


SIGCEN NOTE: DATE THIS MSG 21 JUL 65. 

END OF MESSAGE 
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